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Grace: Contract No, BF~1230 


SCHmDUE 6 ayund "e 


The Contractor shall furnish and deliver to the Government at ite 
plant the Spare Parts specified herein, and shall maintain an inventory 
of the Spare Parts, as Government property, for iasuance to and use in 
the performance of overhaul and repair work under Contract No. HF~TM16: 


ttem Unit Total 
Ho. Part Ne, Part Ghy. Price Price 


Spare Parta for Factory 
Overhaul of F~2400 Regulators, 
in accordance with Exhibit A 
to Contractor's letter of 12 


\ 
iL -F9030 Orifice Assy - filter 20° 4.626, 92.40 
4 £2288 Locknut c 270 @a&, 21,00 
3 £2509 Gasket Fale -13,ea.* 1,30 
4 FI7151-1 Demand Valve re io 15,50 en. 155.00 
5 FelL715i~2 Demand Valve (Suit Lo 15.50 es. 155.00 
é F2569 Diephregn (Mask) 16> 6.25 oa. 62.50 
7 F9029 Spring 40) rr 2.40 
8 FQOL8D2 Seat - Mask exhaust 4 -61 ea. 6,10 
9 F9OLG1 Seat ~ Suit exhaust 10: Ol en. 6,10 
19 FILV142 Diaphragm ~ Mask 
exhaust valve 20 1.65 ea, 33.00 
a) FL7LLA Valve ~ mask exhauet Wp 1,81 sa. 18,10 
12 F9OL6 Spring ey 21 ea. 4.20 
13 F1949 Filter C10) -O1 en. 10 
1 F9028 Assy ~ diaphragm io 7.31 ea. 73.10 
15 FL7LAL Valve ~ Suit exhaust G6 1,81 ea, 18,10 
16 F9022 Gesket ag 1.2468, 12.40 
17 P1983 Filter Ge? 1.17 oa, 11.70 
18 F9053 Sereen - Mask outlet “Wo 14 ea. 1.46 
19 P9020 Gasket ~ Mask outlet lo? .06 en. 60 
20 F@O21 Gasket - Suit outlet “1d O06 ea, 260 
21 P2588 Valve - Relief 
{Suit Section) lo 17,50 ea, 175.00 
Valve-Relief me 
(Magk Section) {19 17.50 ea. 175,00 
Valve-Adjusting <6 
(injection) Go «79 ea, 7.90 
Aneroid 5 11.26 ea, 56,2 
Seat (Aneroid) 10 13 ea, 1.30 
Valve~Adjustable . 
Aneroid (Io) 1,06 ea. 10,60 
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Fate dng are 


~ “errr actly hated mi Sm 


cB) BII35~6 Serew , i 

39 ATQGGALR = Serew 

49 SHO36GAGE = ss Serew 

4h ANGIS-263 Soren 

a ARS1 Sein  Soraw 

43 F55000.$/64 "QO" Ring Sdldeene 

bh #0" Bing Silicone 

45 ¥s8$000<1 40° Ring Siticon 

6 F85000-5 *O* Ring Silicone 

47 = FS5000-6 «= "0" Ring Sflloane 

48 FS5000-7 "0" Ring Silicone 

ag FS5000-15 "O" Rirlg Silicone J 
Plobeart-foodyear ; 

52 Recto Seal 

353 F-2420 Gone 

SZ Fe2gas Reasle * 

55 Pe2h 35 Outlet 

56 Fu2ZOe Outlet 

Sy Fu2h33 Ortlet 

58 ? lever 

59 Fe2422 Gover 

& Fo2542~3 Cover 


Spare Parts for Faster; ee 

of ¥~9000 Systems, 

acconlance with Exhibit 3 re 

Centractorts letter ef 12 April 1957, Aelited portineg re 


4.9004, Bettle-Assenbly, 09 ————2—--500,00-—.-1,000,00-— 


F 328752, ANSIS-2-3, ANIIS~4 
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Qijesulgae Ske ae 
date hg st Fee 


Tten Unit Totel 
No. 7 Part Se. Part Oty. Price Price 
_t 
pre. Lecesnest-upperhalf 10-282, 90-ea,-—2,829,00-- 
? FeL500 with F-L500 # : 
with F-2448-1 hose gpevsenind *7 1770. 8¢ 
3 B1Li680 pial half 20 #2 196.76 a0, 2,96766-— 
OF Pua. hae ; 
pe: 4 Pel 553 Reducer £20 hie Co: 160.00 en. 1,600.00 
| le, TOTAL PRICE 27,396.60 


Yoyo, Glob subject to the 
proviatona of Section D.) 
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